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DATA-VERTER 8 

PAPER TAPE TERMINAL 

MODEL D504 

DATA-VERTER is a complete, integrated product line of compatible input 

devices, recorders, transmitters with acoustic couplers and receiving 
terminals. Combined, they provide today's most advanced, economical and 
versatile communications-oriented source data acquisition system. 

DATA-VERTER offers maximum flexibility for implementing a “total” 
system and satisfies a wide variety of applications, including order entry, 
warehousing, inventory control and management reporting. 

The Digitronics D504 Paper Tape Receiver provides the user with an economical 
and efficient method of gathering source data onto paper tape at the EDP 
Center. The data to be transmitted is read from a 400 foot, Vi inch mylar 

base magnetic tape. The D504 can receive data transmitted from an 
unlimited number of remote D800 Acoustic Transmitters, 
utilizing the standard voice-grade telephone network. 


















